I.  DATE  • TIME  GROUP 


28  March  66  28/lOOOZ 


3.  SOURCE 

Civilian 


4.  NUMBER  OF  OBJECTS 


PROJECT  10073  RECORD 


2.  LOCATION 


Sulpiier  Grove,  Oldtown,  Ohio 


10.  CONCLUSION 


Astro  (star/planet) 


One 


5.  LENGTH  OF  OBSERVATION  11.  BRIEF  SUMMARY  AND  ANALYSIS 


Not  Reported 


6.  TYPE  OF  OBSERVATION 
Ground-Visual 


7.  COURSE 


Stationaru 


e.  PHOTOS 

□ Y«* 

SZno 


9.  PHYSICAL  EVIDENCE 


looked  lUe  a small  star  only  it  apps  ared  to  Jump  up  and  dovn 
Reddish  tinge  color  to  bluish  ^ite.  Witness  was  rather  vagi 
regarding  its  motion  said  that  he  couldn't  estimate  its  speei 
It  moved  from  5 to  90  degrees  in  15  minutea*  Hcwever  anoteh; 
witness  thought  It  was  a st^  and  said  that  the  10  ft  drop 
could  have  been  an  illuaicn« 


□ Ymm 

m*o 


FORM 

FTO  SEP  63  0-329  (TDE) 


PivvJtKiB  vdlU^a  oif  this  fora  DB|r  b«  u»*d. 


I 


Sighting  of  23  March  1956 

Four  Groups  - 1 Group  North  of  Yellow  Springs  , 1 Group  North 

of  Runway,  39*51  Lat,  3U.Ul  Long,  ^ 1 Group  l-nv  of  Sulpher  Grove 

1 Group  S3E  and  of  Base,  3 railes  north  of  Oldtown.  Second  group 

saw  object,  couldn't  estimate  speed,  looked  like  small  star, 

A7L. 

like  pea,  or  -^inch,  first  at  5 deg  elev  6Ll  moved,  jumped 

s / * A 

up  and  then  dropped  down,  5 az  to  90  deg  a^mv,  North  - East, 

90  az,  4.5  elev,  had  sexton  compasses.  At  O5OO  lost  sight  and 

■I 

contacted  other  group.  It  looked  redish  color,  couldn't  identify 
as  a/c , just  apoint  of  light,  couldn’t  estimate  speed,  5 deg  - 
90  deg,  15  minutes.  Reddish  tin^  to  bluish  white.  Did  see 
Venus  7.526  elev,  II9  deg  az,  Paul  Managhan,  119  Lawnview  Avenue, 
Dayton,  Ohio  4-5409  said  the  10  foot  drop  could  have  been  an  illusion. 


/ 


